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Message Text 


CONFIDENTIAL 

PAGE 01 STOCKH 01650 150753 Z 
15 

ACTION OC-06 

INFO OCT-01 CCO-OO ADP-00 /007 W 

063216 

R 141650 Z MAY 73 
FM AMEMBASSY STOCKHOLM 
TO AMEMBASSY BONN 
INFO SECSTATE WASHDC 65 

CONFIDENTIAL STOCKHOLM 1650 

E. 0.11652: GDS 
TAGS: ACOMSW 

SUBJECT: PARTS FOR RETROFIT DOOR 
DEPT FOR OC 
BONN FOR RCO 

REF: OPERATING INSTRUCTIONS AND MAINTENANCE MANUAL; ELECTROMATIC 
RCM DOOR SYSTEM MODEL NO. RCM-85 G-70 UNDER FIGURE H. 

CEO ADVISES THE FOLLOWING IS REQUIRED: BOTH PIECES OF 
ELBOW ASSEMBLY OF DOOR ARM MOUNTED AT TOP OF DOOR AND DOOR 
FRAME AS THREADS ARE STRIPPED IN SOCKET AND CORRESPONDING 
BOLT. 
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CONFIDENTIAL 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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